218     DOCKETED ITEMS
8503150336 Forwards original verification attached to applicant response to CASE fourth set of interrogatories & request for production of documents re credibility filed on 850313. Related correspondence.
HORIN.WA Bishop, Liberman, Cook, Purcell & Reynolds. HORIN.WA Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). #185 040. 85/03/14. CLEMENTS.W.L. Docketing & Services Branch. 2pp. 29370:156-29370:157.
8503190720 Discusses interpretation of Footnote 2 9f 850312 memorandum re ASLB 850215 order concerning pending request for admissions.Conference call suggested to clarify matters if undorstarding incorroct.Relsted correspondence. ROISMAN.A.Z. Trial .awyc-rs for P-jblic Justice, =.C. rl85 126. 85/03/15. BLOCH.P.B., GROSSMAN.H., JORDAN.W.H. Atomic Safety and Licensing Board Panel. 2pp. 29421:243-29421:244.
8503200565 Suppl to CASE 850107 moLicensing Board Panel. 3pp. 29517:356-29517:358. LBP-84-54 re welding jssues.ASLB memorandum inaccurate.Stiner testimony should be found credible.Certificate of Svc encl.
ELLIS,J. Citizens Association for Sound Energy. #185 147. 85/03/16. Atomic Safety and Licensing Board Panel. 37pp. 29450:175-29450:211.
8503200490 Reply opposing CASE 850307 motion to stay ruling on CASE 850107 motion for reconsideration of ASLB 841218 memorandum concerning weld issues.Certificate of Svc encl.
PHILIPS.M.H. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). PHILIPS.M.H. Bishop, Liberman, Cook, Purcell & Reynolds. #185 162. 85/03/19. Atomic Safety and Licensing Board Panel. 5pp. 29451:038-29451:042.
8503260539 Suppl to 850107 motion for reconsideration of ASLB 841218 memorandum (LBP-84-54) welding issues.New & significant info omitted from 850107 motion encl.Certificate of Svc encl.
ELLIS.J. Citizens Association for Sound Energy. #185 217. 85/03/19. Atomic Safety and Licensing Board Panel. 34pp. 29507:001-29507:034.
8503260602 Provides info in response to Board request that Board members be informed of licensing matters.Meetings described. SSERs 7 & 8 published.QA/QC mgt changes made at plant. Commanche Peak Review Team efforts expanded. WOOLDRIDGE.R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, Forsythe & Sampels). WOOLDRIDGE.R.A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). #185 239. 85/03/21. BLOCH.P.B., JORDAN.W.H., GROSSMAN.N. Atomic Safety and Licensing Board Panel. 3pp. 29517:356-29517:358.
8503270272 Response supporting CASE 850307 motion to stay ruling on motion for reconsideration of ASLB Memorandum LBP-84-54 concerning welding issues.Certificate of Svc encl.
BERRY.G.A. Hearing Branch 1. #185 230, 85/03/21. Atomic Safety and Licensing Board Panel. 4pp. 29527:046-29527:049.
H. General correspondence
8501180395 Forwards news clipping from 850111 Dallas Morning News re D Eisenhut statement concerning critical rept of facility & 600 const allegations.Expresses shock re game playing w/ safety & costs.Reply re NRC resolutions for const requested. CASTLEBERRY.E. Affiliation Not Assigned. 85/01/11. EISENHUT.D. Division of Licensing. 3pp. 28451:192-28451:193.
J. Insurance & indemnity information
8503060556 Forwards Endorsement 15 to NELIA Policy NF-274. WOODLAN.D.R. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 85/02/25. SALTZMAN.J.D. Office of State  Programs,  Director.  2pp.  29239:202-29239:203.
Q. Inspection reports, IE Bulletins & correspondence
8503220433 Forwards SALP Board Repts 50-445/83-49 & 50-446/83-23 for Oct 1982 -Oct 1983 Analyses & evaluations discussed at site on 840525.Category 3 rating given for support sys indicates need for mgt attention.
COLLINS.J.T. Region 4, Office of Director. 84/06/22. SPENCE.M.D. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 2pp. 29483:198-29483:250.
-8503220439 Offers no comments on SALP Board Repts 50-445/83-49 & 50-446/83-23 for Oct 1982-Oct 1983.
CLEMENTS.B.R. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 84/05/29. COLLINS.J.T. Region 4, Office of Director, ip. 29483:248-29483:250.
8503010047 Responds to FOIA request for documents re Ofc of Inspector & Auditor two repts on facilityApp A documents enclApp B Documents 1,3 & 4 withheld (ref FOIA Exemption 5) & portions of Document 2 withheld (ref FOIA Exemption 7). FELTON.J.M. Division of Rules and Records. 84/10/26. MILLAR.B. Fort Worth Star-Telegram. Fort Worth. TX. 5pp. 29185:333-29185:338.
8503040514 Advises of omission of currently scheduled SALP due to considerable attention recently devoted to plant & util. Next SALP assessment interval will be set when present special NRC activities concluded.
MARTIN.R.D. Region 4, Office of Director. 85/02/20. SPENCE.M.D. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 2pp. 29195:062-29195:063.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Aliis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481 193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482-045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York. Inc. 109pp 29481-Q85-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107DD 2948oW 29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammerino Effect." Svc list encl.                                                                                                     a
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp 29480-340-29481:084.
8503190568 Notifies of cancellation of Insp Repts 50-445/84-35 & 50-446/84-14 No repts will be issued for these numbers.
HUNTER.D.R. Region 4, Office of Director. 85/03/15. SPENCE.M.D. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 1 p. 29407:088-29407:088.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495-120-29495:221.
S. Reportable occurrences, LERs & related correspondence
8503080224 Further response to FOIA requests for documents re NRC proposed estimated schedules for review of TDI Owners Group site data.consultant reviews & OL proceedings.Forwards App A documents.Documents also available in PDR. FELTON.J.M. Division of Rules and Records. 84/10/04. BELL.N. Nuclear Information & Resource Service. 2pp. 29301:033-29301:034.
-8409270749 Forwards TDI diesel status summary rept for 840831. BERLINGER.C.H. Division of Licensing. 84/09/11. MIRAGLIA.F.J. Division of Licensing. 19pp. 29301:035-29301:053.
-8503080291 Std order for DOE work: "Assessment of Diesel Engine Reliabilitv/ODer-ability." Related info encl.
EISENHUT.D.G. Division of Licensing. FIN B-2952-4. 84/02/22. 28pp. 29301:054-29301:085.
8412130296 Forwards final QA verified rept, "Design Review of TDI R-4 & RV-4 Series Emergency Diesel Generator Cylinder Blocks." RAY.C.L TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/11. DENTON.H.R.   Office   of   Nuclear  Reactor  Regulation,   Director.   1p.  27901:004-27901:138.
-8412130334 "Design Review of TDI R-4 & RV-4 Series Emergency Diesel Generator Cylinder Blocks."
* Failure Analysis Associates. FAAA-84-9-11. 84/12/31. 125pp. 27901:005-27901:138.
8503080091 Interim Deficiency Rept SDAR-165 re containment spray header isolation valves opening in less than 20 s.lnitially reported on 850123.Completion of evaluation anticipated by 850313.
CLEMENTS.B.R. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 85/02/18. HUNTER.D.R. Region 4, Office of Director. 1p. 29283:229-29283:229,
8503110088 Deficiency Rept SDAR-167 re cracked & broken ERF computer termination points.lnitially reported on 850201 .Evaluation continuing.Completion anticipated by 850326.
CLEMENTS.B.R. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.), 85/02/25. HUNTER.D.R. Region 4, Office of Director. 1p. 29306:259-29306:259.
8503080171 Deficiency Rept SDAR-166 re engine control panel air filter bowl that may be underrated for pressure under normal operation.Existing polycarbonate bowls will be replaced w/ metal bowls to assure proper pressure.
CLEMENTS.B.R. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 85/02/26. HUNTER.D.R. Region 4. Office of Director. 2pp. 29285:072-29285:073.
8503120392 Interim Significant Deficiency Rept SDAR-169 re environmentally unqualified sump isolation valve motors for svc conditions per IEEE-323.lnitially reported on 850215. Evaluation expected to be completed by 850529.
CLEMENTS.B.R. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 85/03/05. HUNTER.D.R. Region 4, Office of Director. 1p. 29315:361-29315:361.
8503120483 Interim Significant Deficiency Rept SDAR-152 re ventilation exhaust dampers failing to close possibly causing radioactive releases.Ventilation sys will be modified to provide adequate heat femoval.
CLEMENTS.B.R. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.), 85/03/06. HUNTER.D.R. Region 4, Office of Director. 3pp. 29315:353-29315:355.
8503220226 Deficiency Rept SDAR-165 re opening of containment spray header isolation valves in less than 20 s.Operators for valves & all associated design documents will be modified to slow opening time.
CLEMENTS.B.R. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 85/03/11. HUNTER.D.R. Region 4, Office of Director. 2pp. 29486:021-29486:022.
8503220237 Deficiency Rept SDAR-160 re structural embedded welding, securing qualified electrical equipmentlnitially reported on 841207.Investigation complete.Condition not reportable per 10CFR50.55(e).
CLEMENTS.B.R. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 85/03/11. HUNTER.D.R. Region 4, Office of Director. 1p. 29485:354-29485:354,). REYNOLDS.N.S. Bishop, Liberman, Cook. Purcell & Reynolds. #185 044. 85/03/13. Citizens Association for Sound Energy. 12pp. 29370:019-29370:030. transcript of 841119-20 testimony before ASLB. Related correspondence. LIPINSKY.JJ. Affiliation Not Assigned. 85/03/08. 3pp. 29373:132-29373:134.d Licensing Board Panel. #185 064. 85/03/14. Office of the Executive Legal Director. 8pp. 29375:295-29375:302.. 29506:039-29506:046.tation.Util implementation of plan constitutes act contrary to law.per NY State Supreme Court 850220 ruling.Related correspondence. GALLAGHER.J.C. Suffolk County. NY. #185 171. 85/03/14.
